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FM AMEMBASSY CANBERRA 
TO SECSTATE WASHDC 9018 
AMCONSUL HONG KONG 


LIMITED OFFICIAL USE CANBERRA 6970 

DEPT FOR SY/T, HONG KONG FOR RTC 

E.O. 11652: N/A 
TAGS: ASEC 

SUBJECT: CCTV EQUIPMENT-MELBOURNE 

REF: A. CANBERRA 525; B. CANBERRA 6590 (NOTAL) 

1 . DURING RECENT TSO TDY, RSO REQUESTED FOLLOW-UP ON 
REF A REQUESTS BY REF TEL B. THIS EQUIPMENT WAS REQUIRED 
BY AMCONSUL MELBOURNE. 

2. DURING TSO FOLLOW-UP SURVEY, FOLLOWING ADDITIONAL 
INFORMATION SHOULD BE INCLUDED IN REF A AND B REQUESTS. 
CAMERAS REQUIRED: THREE (3) MTC-21 MK II WITH NON-SMEAR 
VERSION OF LLV-8080 VIDICON TUBE WITH THREE (3) MTB-2 
MOUNTS. ONE (1) SIX MM (6MM) LENS AND TWO (2) TWELVE 
POINT FIVE MM (12.5MM) LENS ARE ALSO REQUIRED. 

3. IN ADDITION ABOVE REQUEST TSO HAS REQUIREMENTS FOR 
SIX (6) ADDITIONAL NON-SMEAR TYPE LLV-8080 VIDICON TUBES. 

4. CURRENT PLANS NOW REQUIRE INSTALLATION IN DECEMBER 
CONCURRENTLY WITH COMPLETION OF CT AND PROTECTION OF PUBLIC 
ACCESS AREA CONSTRUCTION. 

5. REQUEST ESTIMATED DATE OF DELIVERY SUBJECT EQUIPMENT. 
HARGROVE 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 28 SEP 1976 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: RELEASED 
Disposition Approved on Date: 

Disposition Authority: BoyleJA 
Disposition Case Number: n/a 
Disposition Comment: 25 YEAR REVIEW 
Disposition Date: 28 MAY 2004 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1976CANBER06970 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D760365-0280 
From: CANBERRA 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1976/newtext/t1 976091 4/aaaaalfv. tel 

Line Count: 60 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION SY 

Original Classification: LIMITED OFFICIAL USE 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 2 

Previous Channel Indicators: n/a 

Previous Classification: LIMITED OFFICIAL USE 

Previous Handling Restrictions: n/a 

Reference: 76 CANBERRA 525, 76 CANBERRA 6590 

Review Action: RELEASED, APPROVED 

Review Authority: BoyleJA 

Review Comment: n/a 

Review Content Flags: 

Review Date: 25 MAY 2004 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <25 MAY 2004 by ifshinsr>; APPROVED <16 SEP 2004 by BoyleJA> 

Review Markings: 

Margaret P. Grafeld 
Declassified/Released 
US Department of State 
EO Systematic Review 
04 MAY 2006 


Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: CCTV EQUIPMENT-MELBOURNE 

TAGS: ASEC 

To: STATE HONG KONG 

Type: TE 
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